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1. Two new parallel high tension power lines /Annex A, Points 18 and 12/, about 35 m. 

distant from each other led to Tabor ft® the area southwest of the 

town, probably from the power station at lfy<&ovary /A905H-142W. The ,^ r ® t d 

with a capacity of 100,000 V, was completed in 1951} the second one, with a planned 
capacity of 25,000 V, was under construction and was scheduled for completion by 
the end of 1952. Each line consisted of seven aluminum ca^Les of 10 to 12 mm. 
diameter. Both lines ended at a new transformer station /Annex A, Point #11/ l°cat< 
on the eastern outskirts of Tabor. In 1952 a branch line /Annex A, Point 
l eading from this transformer station to the Kovosvit plflrt at Sezimovo Usti 
Z4923N-1442E7 and the Silon plant at Plana nad Luznici /4921N-1442£/, was installed 
to serve both enterprises jointly. The electric current, _ conducted by this line 
through four alumi num cables of 10 to 12 nario diameter, had a capacity of 25,00 • 

2. The construction of a new hospital in Tabor /Annex A, Point #2^7 was begun during 
World War II and work vbb still going on there in the summer of 1952. Three build- 
ings had been completed and put in operation; a fourth building, the last- one of 
the compound, in which a thermic plant was located, was going to be completed in 
August 1952. It was planned to lay out a park around the hospital for the benefit 
of the patients. The name of the hospital was the Tabor District Hospital (Oblaetn 
nemocnice Tabor). 

3. A circumferential highway to by-pass Tabor /Annex A, Foint22; Annex Point 
has been planned for about 10 years. The project was still in the planning stagey 
as of the summer of 1952 o . 

4. Secondary railroad lineB /Annex B, Points 14a and fc 7 have been planned jtoce 1910. 
The construction , 9 f these lines is still under considerfcti.on, but has hot- been begun 


Annex As Points of interest at Tabor. 

knxiAX Bs Points of interest in the vicinity of Tabor. 
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. Military barracks (tank unit) 

Municipal water works 
District Military Hqs 
District National Committee 
Military social center known as Strelnice 
Communist Party Hqs 
Rotindhouse 

Projected bus station ^ 

Military barracks (former tobacco factory) 
Paper goods factory 
Transformer station 
CSAX> bus depot 
Meat packing plant 
Dfliiry 

. Spark plug factory 
. Keg factory 
Fire station 
>20. High tension lines 
» Hangars 

Projected road 
Airfield 
New hospital 

ip, extension under construction 
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Locations in the Vicinity of Tabor 
Map reft Tabor, Sheet 4253* CSR 
Scale: 1:75*000 
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SouthernmoBt point of off-limits area 
Northernmost point of off-limits area 
Military barracks at Jistebniee 
Approximate location of secret underground Construction 
RR branch line under construction (allegedly underground) 
RR station Baikova Lhota 
High tension line 
Projected roads to by-pass Tabor ' 

Military watch tower 
Military barracks 
Projected RR line 
Tabor RR Station 

RR connection (under construction) 

Projected RR line 
RR construction site 
Projected RR line 
Airport 

Kovosvit Plant 
Silon pilot plant 
Former highway 
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